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Director, Foreign Broadcast 
Information Service 


FBIS-0135/85 
2 April 198S 


25X1 


Deputy Director for 
Scie n ce and Technology 

Room 6B45, Headquarters Evan: 


(ATTN: 


Unfortunate news: David 
Witherow, who has done so well 
as head of the BBC Monitoring 
Service, is being moved upstairs 
in the BBC hierarchy. There is 
still a possibility he will be 
there for your visit in June; 
your visit should not be 
affected in any case. Of more 
concern is our annual FBIS 
meeting with BBC scheduled for 
29-31 May. I want to keep the 
pressure on to have that meeting 
in any case. Background is in 
the attached cables. 
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Attachments : 

FBIS/London 91379 
FBIS 1928* 



Sanitized Copy Approved for Release 2010/11/30 : CIA-RDP88-00733R0002001 901 03-9 






